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SLIM, CONCEALABLE POWER IN 9MM & .40 S&W 
M&P Shield™ combines all of the fine-tuned advantages that make 
M&P™ pistols comfortable to shoot with a slim, one-inch profile 

* for comfortable carry. From the optimized 18-degree grip angle 
providing a natural point of aim, to the best-in-class M&P durability— 
MG&P Shield is a professional-grade, conceal carry pistol designed to 
shoot as well as it conceals. 
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BLACKHAWK! 


The BLACKHAWK! Tuckable Holster is made using the finest 
materials in order to ensure superior comfort, quality and 
durability. Constructed of premium leather, this unique 
concealment holster allows you to completely conceal your pistol 
without having to wear a cover garment or an untucked shirt. 


The inconspicuous belt clip slides 
onto your pants while your weapon 
stays tucked under your shirt, and the 
rough-side outer material provides a 
secure, non-slip fit. 


Part Description BLACKHAWK! Tuckable Holster 


MFG Part Number 421603BN-R (Right Hand) 
421603BN-L (Left Hand) 

MSRP $38.99 

Website www.blackhawk.com 


Availability In Stock 


Crimson @ trace 


Crimson Trace® is the only company to combine instinctive 
activation and seamless integration into our family of laser and 
light products. With a wide range of lasers and lights for Smith & 
Wesson semi-automatic pistols, there is something for all Smith 
& Wesson fans. 


The Crimson Trace laser sight line for S&W revolvers continues to 
grow with four models for the J-Frame and 


solutions for K, L and N frame revolvers. 
We are excited to add a laser sight for the 
M&P Shield™ to the family — available Fall 
2012. 


IMMEDIATE. DECISIVE. ADVANTAGE.™ 


Part Description Crimson Trace® Laser Sight 
Part Number TBD 

MSRP TBD 

Website www.crimsontrace.com 
Availability Fall 2012 


The Desantis Gunhide company has been making high-quality 
holsters for almost 40 years. Our American-made holsters are used 
by many elite agencies and discerning consumers. We offer a number 
of options for conceal carry holsters including inside-the-waistband, 
ankle, belt, paddle and shoulder rigs. We offer products in both 


leather and kydex. 


We are now proud to announce that 


we have a number of products made 
specifically for the M&P Shield”. 
Please visit our website for a complete 


product offering. 


Black or Tan Available 


Part Description | Mini Scabbard 

Part Number 019 

MSRP $56.99 

Website www.desantisholster.com 
Availability April 2012 
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Fobus Holsters & Pouches - M&P Shield™ Paddle Holster 


Comfort is vital when carrying concealed. Fobus designers have 
delivered a holster that weighs approximately two ounces. These 
holsters are close fitting, have a low profile, rubberized paddle for 
comfort and a steel reinforced rivet attachment system for durability. 


They are rugged, reliable and virtually maintenance free. 
Fobus holsters utilize a passive retention 


system that allows for rapid presentation. 


Part Description | Paddle Holster M&P Shield™ 
MFG Part Number PPS 

MSRP $37.99 

Website www.fobusholster.com 


Products are available now. 


Gatco 


GUNLEATHER 


Professional law enforcement officers, from municipal to federal, 
have been putting Galco® products to good use for over four decades. 
Millions of lawfully armed citizens have also chosen Galco to carry 
their defensive handguns. Galco offers high-quality holsters for every 
practical carry position, and has become the preferred concealed carry 
choice for both American law enforcement and law-abiding armed 
citizens. 


Galco now has a full line of holsters 
specifically made for the new M&P 
Shield™. With many models to choose 
from, please visit GalcoGunleather. 
com to view them all. 


Part Description | Stinger Belt Holster 

Part Number | SG652B 

MSRP $57.95 

Website www.galcogunleather.com 
Availability April 2012 


® 
N _| ~ SHOOTING SYSTEMS 


See What You've Been Missing 
by Nonth Pass® 


The better you can see the front sight, the faster you can get on target. 
HI-VIZ® Shooting Systems sights incorporate cutting edge LitePipe 
technology that provide superior target contrast, allowing for faster 
target acquisition while enhancing focus on the front sight. Superb 
at gathering whatever light is available and creating a brighter sight 
picture makes it easier to focus on your target. They have proven to be 
reliable and long-lasting in the field and at the shooting range. 


Housed in a high-quality steel base, the revolutionary patented 


LitePipe design is protected by a durable 
clear resin overmold making it holster- 
friendly. Available in Green or Fire Red and 
proudly made in the USA. 


Part Description | HiViz Front Sight - Green 
MFG Part Number SW2007-G 

MSRP $44.05 

Website www.hivizsights.com 
Availability April 2012 


Please visit manufacturer’s website for other products available. 
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LaserLyte® proudly introduces the UTA-SH for the M&P Shield™. 
The laser is easy and quick to mount on the M&P Shield trigger guard 
and snugs-up securely to the dust cover. It’s simple to activate with 
the ambidextrous, ergonomic switch. The LaserLyte® UTA-SH laser is 
easily programmable to either constant on or pulse mode. Another 
great function is the “auto-off’ feature that displays a unique flash 
after 5-minutes of operation and automatically turns the unit off after 
6-minutes. In actual usage the battery 
life lasts 10 hours in constant on and 20 
hours in pulse mode. Actual usage is 1 
minute on, 1 minute off. Made of 30% 
glass filled nylon and steel mounting 
hardware, this laser is ready for anything. 


Part Description 
MFG Part Number — | UTA-SH 
MSRP $99.95 
Website www.laserlyte.com 
Availability Summer 2012 


Get the laser that looks as good as the gun itself! 


The LaserMax CENTERFIRE offers the highest quality laser and 
was created with the same tactical design that matches the style 
and contours of your Smith & Wesson M&P Shield™ 9mm pistol. 
The CENTERFIRE laser mounts directly to the frame without 
changing out parts or altering your firearm - user installed in 
minutes. The constant red laser beam sits just under the bore 
for highest accuracy and prevents your finger from blocking the 
beam. Patented, ambidextrous activation for right or left-handed 
shooters with a distinct On/Off switch that turns the laser on only 
when you need it. 


Weighing only 0.5 oz, the 650nm laser 
uses a 1/3N Lithium battery (included) 
with a battery life of 5+ hours and a one 
year warranty. The CENTERFIRE laser 
has been factory aligned at 10 yards and is 
user adjustable for windage and elevation. 


MFG Part Number CF-SHIELD 

MSRP $129.00 

Website www.lasermax.com 
Availability May 2012 
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Pithi Wear 


Pistol Wear™ is a Concealed Carry Holster manufacturer that specializes 
in making off-duty concealment holsters that are not dependent on 
the user’s clothing to function properly. Our holsters are lightweight 
and incorporate an original patent pending design that is comfortable 
and concealable. Our company focused on making a holster that can 
be worn and used effectively with athletic apparel. The holster design 
holds the firearm inside a soft pouch that is retained snuggly against 
the user’s body and does not bounce. The PT-2 is a single pouch 
version that utilizes a smaller footprint 
and narrower belt. The PT-2 holster can 
accommodate a variety of carry positions and 
was designed to fit compact semi-autos or 
small revolvers. Like all Pistol Wear holsters, 
it features a breathable belt, retainment 
strap, noise-free access to the firearm and the 
pouch is perspiration and solvent resistant. 


Part Description | PT-2 Black 

Part Number 20460012 

MSRP $37.50 

Website www.pistolwear.com 
| Part Description | PT-2 White 

Part Number | 20560012 

MSRP $37.50 

Website www.pistolwear.com 


Products are available now. 
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TACTICAL 


Reflex™ Holster by Uncle Mike’s. 

Finding a holster that fits the M&P Shield™ just got easier. Uncle 
Mike’s has been a leader in shooting accessories since 1947. Reflex™ 
holsters are designed to combine automatic firearm retention with 
ease of access to provide you a swift and smooth draw. We are proud 
to offer a new addition to our Reflex family built specifically for the 


M&P Shield. 


REFLEX . 
MADE INTHE USA Gi T} 


Part Description | Reflex™ Hip Holster Size 10, RH 
MFG Part Number 74101 

MSRP $36.95 

Website www.unclemikes.com 

Availability May 2012 


Please visit manufacturer’s website for a complete line 
of M&P Shield™ compatible products.. 
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FIRESIGHTS, 


GUN SIG HT COMPANY BY WILLIAmMe 


Improve your sight picture with Williams Fiber Optic factory 
replacement sights. 


Williams Gun Sight Company has been bringing new technology 
and time honored craftsmanship together for 86 years. 


e Made to fit M&P Shield™ 

e All metal 

e Low Profile 

e Quick Target Acquisition 

e Enhance sight picture in low 
light conditions 


800-530-9028 
www.williamsgunsight.com 


Part Description Fiber Optic Sights 

MFG Part Number 70972 
MSRP $49.95 

Website www.williamsgunsight.com 
Availability May 2012 


SS AWISYSTENS 


www.xssights.com. 


Texas. 


demonstrations available online at 
If you need a gun, you need XS® Sights™. 


Proudly manufactured in Fort Worth, 


XS® Sight Systems Gunfighter Sights™ are designed for quick 
front sight acquisition in all lighting conditions, excelling in high- 
stress, low-light situations. Express Set for the M&P Shield™ 
features a 24/7 Tritium Big Dot™ or Standard Dot™ convex 
PVC front sight with a shallow ‘V’ white stripe rear. Low-profile, 
snag-free holster fitment. Sight picture 


™ 


Part Description 


MFG Part Number 


XS® Big Dot™ Tritium Express Set 
SW-0024S-3 


MSRP 


$90.00 


Website 


www.xssights.com 


Availability April 2012 

D ptio ® Std. Do [i pre 
MFG Part Number SW-0024S-4 
MSRP $90.00 
Website www.xssights.com 
Availability April 2012 
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AUTHENTIC SPARE MAGAZINES 


WF ue D 


The slim M&P Shield™ is concealable, powerful and comfortable 
to shoot. It is so comfortable, you'll take it to the range, week 


after week. Before you go, save yourself 
some loading time by stocking up on 
genuine M&P Shield spare magazines. 
These magazines are available in 9mm and 
the powerful .40 S&W. They are available 
in standard capacity and the plus one 


extended magazine. 


Part Description | Part Number j 
M&P Shield 7 Round Magazine - 199350000 
9mm 

M&P Shield 8 Round Magazine - 199360000 
9mm 

M&P Shield 6 Round Magazine - 199330000 
.40 S&W 

M&P Shield 7 Round Magazine - 199340000 
.40 S&W 

MSRP $37.95 
Website www.smith-wesson.com.com 


Availability 


April 2012 
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Smith & Wesson, Smith & Wesson logo, M&P, and 
M&P SHIELD™ M&P Shield are trademarks of Smith & Wesson. 


MADE IN U.S.A. >. ae F s 
All specifications, availability, and prices are subject 
NASDAQ: SWHC to change without notice. 
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The accessories in this catalog were not developed, manufactured or tested by Smith 
& Wesson. Smith & Wesson makes no recommendation or endorsement, and provides 
no warranties, express or implied, in connection with these accessories and makes no 
representations or guarantees as to the function, suitability or performance of these 
non-Smith & Wesson items. 


